USDA 



United States Depanment of Agriculture LMiv,.™ 

Animal and Planl HsaHh liispsclion S^arvica 19^19 134743404 J insp 


Inspection Report 


VERNON YATES 

Customer ID: 323374 


Certificate: 53-C-097S 


Site: 001 


^jFnNCN V*TI=5 

9500 6SND AVENUE N 

Type: ROLTIINE INSPECTION 

SEMINOLE, PL 39777 

Date: Jul-11-£012 


Mq non-compliant iterrts ideniilied during this inspection. 


“**An esit inlervieiiV wgg. conducted witti the owner. 


LUIS NAVARRO, D V M 


By; 

LU IS A N A VAFI RO, D V M USDA, APH IS. Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 6025 


(b)(e), (b)(7)(c) 
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